USDA 



United States Department of Agricutiure 
Animal and Plant Hqaltti Inapacibn 

Inspection Report 


VflOSUID^LC 

1171518[MS505^3 Inspjd 


Mitchel KaJmanson 
P Q Bok 94000-8 
Maitland. FL 

She- 00£ 

MiTCMEL 

Type- ROUTINE INSPECTION 
Dale' Apr-21 -M 15 


Cuslomer ID' 2&96 
Ceftificale' SS-C-0505 


No non-compliant items idenliiied during Dhis inspection 
EkH Interview conducted wiUh facility representative. 
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